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Composting is simply nature's 
method of renewing itself. 



In nature, decayed organic 
material decomposes into either 
water or enriched soil, much 
like your garden compost. 
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Just like nature, Envirolet® 
reduces and recycles waste 
into clean, dry soil or compost. 

And, Envirolet® uses little or no 
water. Green and simple. 



The Science of Envirolet 



Envirolet® composting toilet systems are designed and 
engineered around our unique, patented, Automatic Six -Way 
Aeration and evaporation process. 

Up to 90% of waste is water. Envirolet® eliminates the liquid 
and the remaining 10% is converted into a clean, dry compost. 

To do this, Envirolet® operates in conjunction with natural 
microbe action while dual fans continuously circulate a large 
volume of air, at a high flow rate, around a specially shaped 
Aeration Basket that maximizes waste surface area for better 
efficiency. 

This breakthrough technology dramatically improves both waste 
reduction and recycling by increasing aeration, evaporation and 
microbe activity. In addition, our patented design allows for 
significant reduction of the system size, while still maximizing 
system performance. 



P 

envirolet 



Waterless Self-Contained System 



Envirolet® Waterless Self-Contained Systems are all-in-one 
models that are available only in waterless configurations. 
These systems are ideal for basement installations or 
locations where there is little or no room below the 
bathroom. Great for winter-use applications because they 
use no water. Has a removable bowl for easy cleaning. 

Available in choice of non-electric, 12vdc battery and 
120vac electric. The 120vac electric model does not require 
an excess liquid drain. 

System Size: 25"W x 33"D x 25"H (19.75"H to seat) 
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Specifications 



MODEL 



POWER 



POWER WEIGHT CAPACITY* 

MIN. MAX. (LBS.) VACATION FULL-TIME 



Waterless Self-Contained 
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Envirolef MS 10 
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Waterless Remote 














Envirolef W/RS NE 


Non-Electric 


N/A 


N/A 


110 


6 


4 


Envirolef W/RS 12VDC 
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Envirolef W/RS 120VAC 
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Low Water Remote 














Envirolef LW/RS NE 


Non-Electric 


N/A 


N/A 


130 


6 


4 


Envirolef LW/RS 12VDC 


12VDC Battery 
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Envirolef LW/RS 120VAC 


120VAC Electric 
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*Capacity: Number shown is persons per day. 


Persons per day rating 


is based on three uses per person per day 



All systems will handle occasional additional use. 
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